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Spanish Flag. 1540—1699 

French Flag. 1699—1763 

British Flag. 1763—1779 

Spanish Flag. 1779—1803 

United States Flag - - - 1803—1861 
Flag of Republic - - - - 1861 

Confederate Flag - - - - 1861—1865 
United States Flag - - - thereafter 


GENUINE CURTEICH-CHICACO “c.T. ART-COLORTONl” POST CARD ( REG. U .S. PAT. OFF. ) 
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